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GERMANY TEST H54 

li* fallowing ci|intti brand* £ro» C«r»*ny (Banin) were rectived at R 4 D wid 
»uiaittad fpr «»ly»e* on April 20, 1970. iiiese cigarettes w*« of Marsh, 1976 production. 

v Marlboro King Slta 2Q's (Box) * Most G«r»any 

' Marlboro Lights King Sits 20 'j (Box) * Host Germany 

Th» Mlxlboro_Klni stsa cigarettes were not different f roa th« previous avera ge in any 
of th* parameters tested. ~---— " ” ” ~— 


The Marlboro Light* king site cigarettes ware 

not different, frna the previous average 

i» any of th» parameter* tested. 

Marlboro King Site 

20*s (Box) 

(Soft 

Marlboro Lights King 
Site 20’ s (Box) 

(Soft 

Berlin-West Garaany 

Pack) 

Berlin-West 

Gernany 

Pack) 


Prev. 

Currant Avg. 

U.S.* 

Current 

Prev. 

u.s.f 

Sack* 

Butt Length, aa 

27 27 

28 

27 

27 

33 

FTC Tar, eg/cift. 

IS. o 16.9 

17.4 

15.5 

14,0 

12,8 

TPM, ag/c)gt. 

19.1 20.6 

21.9 

18.4 

16.8 

15.3 

Nicotine, Ag/cigt. 

1.02 1.08 

1.09 

0.78 

0.75 

0.85 

Water, Ag/eigt. 

2.5 2.6 

J.4 

2.1 

2,0 

1.6 

Puffs/cigt. 

9.1 9.1 

8.7 

8,6 

8. 7 

7.9 

filtration E ft ., 1 

47 46 

47 

49 

46 

47 

Claaretta 

Total RTD, In. of HjO 

4.4 4.S 

4.8 

5,0 

4.6 

3.7 

Ml of HjO 

112 114 

122 

127 

117 

94 

Static Sum. Tiae, »in. 

6.8 7.1 

7.6 

6.6 

7.1 

7.2 

Ltngth, aa 

84.7 84.9 

84.5 

84. 1 

84.3 

84.1 

Circuaferenco , sea 

25.2 25.1 

25.0 

25.2 

25.1 

25.1 

fliaaater, we 

6. Q 8.0 

f.O 

5.0 

5.0 

8.0 

Paper 

Porosity, sec. 

8 S’ 

20 

13 

14 

12 

Filter 

STD, in. of H.D 

i * 2 7 

2.9 

3.0 

2, 7 

2.5 

* ef HjJ 

69 ' 69 

74 

76 

69 

64 

Length, s» 

19.9 20.0 

20,9 

19.9 

19.9 

23,1 

Weight, g 

0.13 0.13 

0.15 

0.14 

0,14 

0.31 

Tipping paper length, oil 

24 24 

25 

24 

24 

30 

Filler 

Total alkaloids, 1 

1.49 1.44 

1.4 3 

1. 10 

2.0- 

1.51 

Total reducing sugars, i 

9." 9.5 

6,6 

9.3 

8.9 

6. 2 

let, of tot,, 1,000 cigts., g 

543 353 

760 

546 

847 

“20 

1,000 cigts, , lbs. 

, 1.85*3 1.5732 

i.6736 

1.3023 

1,5656 

1.5356 

Rod Densitv, g/cc 

9.257 0.262 

0.2-16 

9.261 

9.26: 

o, :a4 

>C.V.. cc/10 g 

32 33 

35 

34 

33 

56 

C.V. , cc/JO g (Corrected < 

to i 1\ O.v » } 

15 35 

40 

36 

Si 

40 < 

J 0 7(in Volatiles, \ 

12.5 12.6 

13*7 

12.6 

12,6 

13.2 < 

^Equilibrated at '5*? and t>0* 3, 

,H. for 4 3 hr*. 




V 

iEata frea C.t. No. 1*76. £ 

Results of Test »IS 1, dated April 5, 19*6, where 

a change 

was noted. 
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